roundel for light placed above the column,

^Through   the efforts of
the Comite de Conservation des Monuments
de Vart   Arabe, its interior is  made  as
beautiful as it was on the day of its com-
pletion.    Four great square piers and four
monolithic  columns of red  granite with
bases   and  capitals   of Corinthian form,
support eight arches of slightly horse-shoe
type, forming the inner octagon over the
tomb.   The octagon is formed by arrang-
ing alternately two columns and two piers.
As far as the beauty of its interior is con-
cerned, this mosque-mausoleum   has no
equal either in Cairo, Damascus, Aleppo
or India.   It can only be compared to the
Alhambra or the Dome of the Rock at
Jerusalem. The space between the octagon
and the outer walls is roofed with timber
beneath which is a coffered ceiling.   The
octagonal drum rises much higher than the
flat roof. In it are eight groups of coupled-
windows similar to those of the fagade.
The dome along with the drum are the
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